
FACILITY LOCATIONS < Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual res6 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that excepUons to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Convnittee (lACUC). A summary of all such exceptions is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the prowslon of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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( AUG 91 ) 


(b)(6), (b)(7)C 


{Replaces VS FORM 18-2^0CT 88). which is obsolete.) 
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Annual Report of Research Facility 
Animal Welfare Act Exceptions Approved by the lACUC 

For the period October 1, 2004-September 30, 2005 


Registration Number: 14-R-0014 
Customer Number: 108 

General Hospital Corporation 
32 Fruit Street 
Boston, MA02114 


c (b)(2)High, (b)(7)f 

Exception: pigs 

transplanted with organs or pigs that serve as fetal tissue donors and that weigh between 
100-130 Kg. Those pigs are kept in the largest pens available that provide only 25 square 
feet of floor space. This cage floor area is considered adequate for conventional pigs up 
to but not exceeding 100 Kg, according to the “Guide for the Care and Use of Laboratory 
Animals” (the Guide-, National Research Council, 1996). Staff veterinarians from the 
Center for Comparative Medicine reviewed this situation with the Principal Investigator 
and examined the pigs in question. No adverse effects were observed regarding the health 
of these animals. The Principal Investigator then requested an exception to cage space 
recommendations listed in the “Guide”, and the Subcommittee on Research Animal Care 
(SRAC, the lACUC for the institution) granted the exception. The SRAC finds that pigs 
over 100 Kg body weight to be sufficiently comfortable in these pens and are able to 
assume all normal body positions without complications. 


Exception: The SRAC approved an exception to the Guide for providing feed on the cage 
floor for rodents under specific circumstances. The justifications for this exception are to 
provide access to feed for mice that may have had surgery or neurodegenerative 
conditions that limit their movement, and for hamsters that may be debilitated during the 
course of a protocol to not easily reach feed normally provided in overhead hoppers. 
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